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SUB J : PROPOSED PROTOCOL AMENDING BILATERAL INFRASTRUCTURE 
AGREEMENT:! .OR AN-C MONITORING STATION, CAPO RIZZUTO 

REF: STATE 012220 (DTG 171257Z JAN 78) 

1 . AS DEPARTMENT IS AWARE, THE U.S. COAST GUARD WISHES TO BUILD 
A NEW LORAN-C MONITORING STATION AT CAPO RIZZUTO NEAR ITS 
EXISTING FACILITY AT SIMERI E CRICHI. THE NEW STATION WILL 
REPLACE THE INSTALLATION AT MURRU E PORCU, CAGLIARI, WHICH 

IS IN THE PROCESS OF BEING CLOSED. FINAL CLOSING OF MURRU 
E PROCU, HOWEVER, DEPENDS ON THE ACQUISITION OF LAND AT 
CAPO RIZZUTO AND THE APPROVAL OF THE GOI TO CONSTRUCT THE NEW 
STATION. 

2. THE LAND REQUIRED AT CAPO RIZZUTO IS ALREADY OWNED BY THE 
MINISTRY OF DEFENSE (MOD), AND THE GOI HAS INFORMED THE 
EMBASSY THAT IT HAS NO OBJECTION TO THE CONSTRUCTION OF 
THE MONITORING STATION. MFA (MINISTRY OF FOREIGN AFFAIRS) 

REQUESTED AN ADDITIONAL PROTOCOL, WHICH WE HAVE DISCUSSED, 

ALONG WITH OUR OWN INFORMAL DRAFT, WITH THE MFA NATO OFFICE. 
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MFA SAW NO DIFFICULTIES IN THE INFORMAL DRAFTS, WHOSE 
TEXTS FOLLOW. 

4. (TITLE) ADDITIONAL PROTOCOL MODIFYING THE LIST OF 
INSTALLATIONS AGREED ON IN PRINCIPLE IN CONNECTION WITH 
THE AGREEMENTS BETWEEN THE UNITED STATES OF AMERICA AND 
ITALY ON BILATERAL INFRASTRUCTURE, SIGNED OCTOBER 20, 
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1954. (END TITLE) 

(BEGIN TEXT) IN ACCORDANCE WITH NOTE VERBALE NO. (BLANK) OF 
(BLANK) OF THE EMBASSY OF THE UNITED STATES OF AMERICA, AND 
NOTE VERBALE NO. (BLANK) OF THE MINISTRY OF FOREIGN AFFAIRS 
DATED (BLANK), THE LIST OF INSTALLATIONS AGREED UPON IN 
CONNECTION WITH THE BILATERAL INFRASTRUCTURE AGREEMENT 
BETWEEN THE GOVERNMENT OF THE UNITED STATES OF AMERICA 
AND THE ITALIAN GOVERNMENT, SIGNED ON OCTOBER 20, 1954, 

AS AMENDED, IS HEREBY AMENDED BY THE FOLLOWING ADDITIONS: 
GENERAL AREA APPROXIMATE NO. GENERAL 
U.S. PERSONNEL DESCRIPTION 
CAPO RIZZUTO -0- LORAN - C MONITORING 

STATION 

THIS DOCUMENT HAS BEEN EXECUTED IN TWO ORIGINALS, EACH ONE 
IN BOTH ENGLISH AND ITALIAN. WHICH ARE EQUALLY AUTHENTIC. 
DONE IN ROME THIS (BLANK) DAY OF (BLANK). 

FOR THE GOVERNMENT OF THE FOR THE GOVERNMENT OF THE 

UNITED STATES OF AMERICA ITALIAN REPUBLIC 

END ENGLISH TEXT 

BEGIN ITALIAN TEXT 

(TITLE) PROTOCOLLO AGGIUNTIVO CHE MODIFICA LA LISTA 
DF.LI.F. INSTALLAZIONI CONCORD ATE, IN LINEA DI MASSIMA, CON 
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L'ACCORDO ITALO-STATUNITENSE SULLE INFRASTRUTTURE 
BILATERALI, FIRMATO IL 20 OTTOBD 1954. (END TITLE) 

(BEGIN TEXT) IN RELAZIONE ALLA NOTA VERBALE DELL'AMBASCIATA 
DEGLI STATI UNITI N. (BLANK), IN DATA (BLANK) ED ALLA NOTA 
VERBALE DEL MINISTERO DEGLI AFFARI ESTERI N. (BLANK), 

IN DATA (BLANK), LA LISTA DELLE INSTALLAZIONI CONCORDATE 
IN LINEA DI MASSIMA CON L'ACCORDO ITALO-STATUNITENSE 
SULLE INFRASTRUTTURE BILATERALI FIRMATO IL 20 OTTOBRE 
1954 E ULTERIORMENTE MODIFICATO CON LE SEQUENTI AGGIUNTE: 
ZONA NUMERO APPROSSIMATIVO INDICAZIONI 

DI PERSONALE STATUNITENSE GENERALI 
CAPO RIZZUTO 0 STAZIONE DI CONTROLLO 

LORAN C 

DEL PRESENTE DOCUMENTO SONO STATE FATTI DUE ORIGIN ALI, 
CIASCUNO DEI QUALI REDATTO SIA IN ITALIANO CHE IN INGLESE. 
ENTRAMBI I TESTI FANNO EGUALMENTE FEDE. 

FATTO IN ROMA, IL (BLANK) 

PER IL GOVERNO DELLA REPUBBLICA PER IL GOVERNO DEGLI 

ITALIAN A STATI UNITI D'AMERICA 

END ITALIAN TEXT 
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5. REQUEST DEPARTMENT'S CONCURRENCE WITH DRAFT PROTOCOL 
LANGUAGE SOONEST. GARDNER 


CONFIDENTIAL 


NNN 
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